NATIONAL  SHRINE 
OUR  LADY  OF  LA  SALETTE 
Ipswich,  Mass. 
Seminary  Chapel  —  Main  Building 
Spacious  interior  of  the  recently  completed  shrine  church.  Im- 
ported Mosaic  and  statues  blend  in  a  striking  replica  of  Mary's 
Alpine  Visitation  of  Sept.  19,  1846. 
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